Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 ALEXAN 00526 301325Z 

43 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

039230 

R 301045Z AUG 76 
FM AMCONSUL ALEXANDRIA 
TO USDOC WASHDC 
INFO AMEMBASSY CAIRO 
SECSTATE WASHDC 0358 

UNCLAS ALEXANDRIA 0526 

E.O. 11652: NA 
TAGS: BEXP, EG 

SUBJECT: FOREIGN GOVERNMENT TENDER 

1. 729/02/P0053 

2. 083076 

3. R. FICHTE 

4. 729/EGYPT 

5. I 

6A. REPLY OR CABLE TO~ 

6B. M. JOSEPH BEKHIT 

6C. YOUSSEF BEKHIT & CO. 3 SIDI MITWALLY ST. 
ALEXANDRIA, EGYPT 

7. CABLE: THYKEB TEL: 24580 TELEX: - 


9. 100 

10. DESCRIPTION: SUPPLY OF THE FOLLOWING HEAVY DUTY CENTRIFUGAL 
PUMPS. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ALEXAN 00526 301325Z 

3561 1 14-050 TWENTY FIVE (25) GAS-DRIVEN, 2 HP PUMPS. 
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CAPACITY OF PUMP 54 GALLONS PER MINUTE AT 5-FOOT LIFT. 

10 POUND DISCHARGE PRESSURE. SELF-PRIMING. SUCTION LIFT 
LIMIT 20 FEET. CONSTRUCTION: CAST ALUMINUM ALLOY. 

13 BY 16 BY 14 3/4 INCH HIGH. CARRYING HANDLE: RAILS FOR 
PERMANENT MOUNTING. 1 1/2 INCH SUCTION AND DISCHARGE. 

ENGINE: DIRECT DRIVE, 4-CYCLE. 3600 RPM. RECAIL STARTER. 

PRICE QUOTATIONS REQUESTED CIF ALEXANDRIA. CATALOGS REQUIRED. 

THIS IS A PRELIMINARY ORDER TO BE FOLLOWED BY ANOTHER OF 
50,000 UNITS. 

FICHTE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ALEXAN00526 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760329-0478 
From: ALEXANDRIA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976088/aaaaagsw.tel 

Line Count: 71 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ullricre 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 APR 2004 by ReddocGW>; APPROVED <27 JAN 2005 by ullricre> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BEXP, EG 
To: COM 
Type: TE 
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